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IACeD-10/11 
15 September 1955 


INTELLIGENCE ADVISORY COMMITTEE 


Designation of Chairman 
Joint Atomic Energy Intelligence Committee 


Effective 13 September 1955 the Acting Director of Central 
Intelligence designated Dr. Herbert Scoville, Jr., Assistant Director, 


Scientific Intelligence, CIA, as Chairman of the Joint Atomic Energy 


Intelligence Committee viel siz an 
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Secretary 
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